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19 January 1959 


MEMORANDUM FOR: Comptroller, DPD-DD/P 


SUBTECT : Contract No. /NY-B-5111C with Paird-Atomic, Inc. 
i 


1. Attached is copy of letter from Baird-Atomic dated 8 Januery j 
1958, requesting waiver of installation of sextants, Serial Nos. 108 ee ; 
and 109, since other disposition of these items has been approved by ) i? i's 
the Navy. ip s, 7 


2, Waiver of the installation of Sextants, Serial Nos. 108 and 6b f t/ 
109 and the release of the 10% withholding thereon as retained under 
PART Iv - PARTIAL PAYMENT, of the contract is approved. 


” ; 3. It will be noted that release of the 10% withholding on 
yy Sextant Serial No. 109 is already authorized by Amendment No. 5 to 
asi us the contract. 25X1A 
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